Steel  sections  made 
up  of3X3'xfanqle  iron 
12  ft.  loncj-} 


CoMpoct  layers  of  Trees, 
6"roZ4"/n diameTer,  inter- 
laced, cable  ftzd  and 
anchored ,  for  bank  head. 


PLAN 


Trees  securely  anchored  on  bottom 
side  of  sfee  I  se  ctions.  to  pre  ven  t 
settling.  Steel  sections  filled  with 
brush  on  three  sides. 
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SECTION 


CROSS  SECTION 


To  accompany Application  of 
Harmon  S.  Bonte,  Enqmeer  for 
Reclamation  District  N?2064-. 
Dated  Mar.  5, 1926. 


Sketch  Showing  Plan  8c Sections 
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SAN  JOAQUIN  RIVER 

Near  San  Joaquin  Citu,  Calif 
Harmon  S.  Bonte,  engr- 

*  Sheet  7  of  8  Sheets 

D-211 


